SCHEDULE "C" 
FIRE PROTECTION CHARGES AND PERMIT FEES 



PERMITS 

Use of High Level Fireworks 



Installation or Removal of Storage Tanks 



Occupant Load Certificate (includes holder) 



Special Events Inspection and Occupant Load Certificate 



Occupant Load Measurement and Provincial Approval Fire 
Inspection 



Commercial Burning Permit 



COST RECOVERY 



Fee for demolishing premises 



Fee for securing premi ses 



Fee for removing or clearing combustible debris from property 



CURRENT FEE 



Fee to provide clearance around fire hydrant 

Fire Hydrant Flow Test (includes report) 

Fee for cost recovery for standby as a result of lack of 

notification of alarn^being out of service 

Fee for File Search 

Fee for Fire Safety Plan Review 



$100.00 
SI 00.00 
~~$ 75^00 

Tl50i00 
1150.00 
$50.00 



Cost of contractor to demolish and 
dispose of building remains 



Fee for Emergency Response Plan Review 



FALSE ALARMS 

First false alarm 



Second false alarm 



Three or more false alarms 



Fee for standby time (waiting for reference to arrive over the 
specified time) 

Fee to investigate Fires over $5,000 loss 



Fee for initial fire inspection required 



Provincial approval fire inspection 



Fee for occupancy fire inspection 



Fee for second fire inspection (if required) 



Fee to fire inspection of premises involved in a meth lab, grow 
op, etc. illegal use of a controlled substance 



Cost o f contractor to secure_buildjng 
Cost of County or contractor to clear 
or clean up debris 

Cost of County or contractor to 
remove obstruction 

$250.00 per hour 
$200.00 per hour 

$ 1 00.00 plus copy charges 
$150.00 
$150.00 



No charge 



$250.00 



$500.00/alar m 

$200.00 per hr after the time 
specified of 45 minutes 

$1500 
Free 
$100.00 



$100.00 



$100.00 

"$20006 
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Fee for Fire Suppression Crews to suppress Fires or any other 
task as a result or attending an incident involved in the illegal 
use of a controlled substance 

Fee for the recovery of damaged or contaminated Equipment 
Fee for Fire Inspection of Business Licence 
Fee for Self Fire Inspection Program 


$400 per hour for each 
Engine Company 

.... . . 

Cost of replacement 

$100.00 

$25.00 

$100.00 


Fee for fire inspection of propane facilities 


Special Event Permit fire inspection 


$100.00 


Fee for Fire Education Lectures and Fire Extinguisher 
Demonstration (excludes Educational Facilities) 


$ 1 per person 
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SCHEDULE "C" 

FEE SCHEDULE 
FIRE PROTECTION CHARGES 



Within Rocky View County corporate limits: 



SERVICE 




RAIT. 


All Fire Apparatus 


$400.00 


First Hour 


Fire Pumper 


$200.00 


Per each subsequent half hour 


Rescue Truck 


$200.00 


Per each subsequent half hour 


Command Vehicle 


$100.00 


Per each subsequent half hour 


Bush Buggy 


$200.00 


Per each subsequent half hour 


Mutual Aid by other municipalities 




Billed at the County's cost 


Class A Fire Fighting Foam 




Billed at the County's cost 


Class AFFF Fire Fighting Foam 




Billed at the County's cost per 
incident at the discretion of the 
Fire Chief or designate 



Outside Rocky View County corporate limits: 

As listed above plus mileage at $1.25 per kilometer 



SERVICE 




RATE 


Fire Pumper 


$400.00 


First Hour 


Fire Pumper 


$200.00 


Per each subsequent half hour 


Rescue Truck 


$400.00 


First Hour 


Rescue Truck 


$200.00 


Per each subsequent half hour 


Rescue Truck - as a personnel carrier only 


$200.00 


Per Hour 


Command Vehicle 


$100.00 


Per Hour 


Bush Buggy 


$200.00 


Per Hour 


Class A Fire Fighting Foam 




Billed at the County's cost 


Class AFFF Fire Fighting Foam 




Billed at the County's cost 
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